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Superintendent of the Mint, 
Philadelphia, Pa. 
Dear Sirt-- 
In regard to statement # 648 you have made an error in weighing. 
The bar of gold was weighed by Mr, M. Goldsmith and the weight cle cked 
by two other parties in our employ, was 4948 dwts,. Your weight was 
4846 dwtse Kindly rectify error and oblige, 
Yours truly, 
Goldsmitn Bros, 
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Goldsmith Bros. 
Refiners and Assayers. 
Chicago, 

September 21, 1895 


Superintendent of the Mint, 
Philadelphia, Pa. 


Dear Sir:-- 


In regard to statement # 648 you have made an error in weighing. The bar of gold was 
weighed by Mr. M. Goldsmith and the weight checked by two other parties in our employ, was 
4948 dwts. Your weight was 4846 dwts. Kindly rectify error and oblige, 


Yours truly, 
Goldsmith Bros. 
per E.B.M. 


